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NOTIFICATION 

The 8th March , 2017 
No.5505- HUD-13-REFM -65-SCH-17-0011/2017/HUD.- A Committee with the 
following members is hereby formed to act as Independent Engineer for the work 
" Establishmentand Operation of Public Health Engineering Laboratories for Testing and 
Quality Monitoring ofWater & Waste Water under PPP Mode". 

1. Chief Engineer,Public Health (Urban) 
2. S.E, P. Circle,Bhubaneswar/ S.E, P. Circle, Sambalpur 
3. Representative of State Pollution Control Board 
4. ShriP.K. Nayak, AssistantAnalyst Chemist, PHEO State Laboratory 
5. Shri Shibasish Panda, Assistant Analyst Chemist, High Level Tank,Bhubaneswar 
6. SriKallolDey,Assistant Analyst Chemist, Rourkela 

The above Independent Engineer will discharge the following responsibilities till 
engagement ofa regular Independent Engineer. 

1. Tomonitor and supervise the construction progress of the project. 
2. To submit regular construction progress report to the Authority. 
3. To determine the test to be successfully undertaken by concessionaire before 

giving the provisional Completion Certificate . 
4. To issue the completion of construction work done by the concessionaire after 

inspection 


By Order of the Governor 

BELALSEN BEHERA 
Under-Secretary to Government 
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